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PAGE 01 KUALA 06386 120919Z 
ACTION EA- 12 

INFO OCT-01 ISO-OO PA-02 INR-07 /022 W 

056412 120921Z/13 

R 120810Z SEP 77 

FM AMEMBASSY KUALA LUMPUR 
TO AMEMBASSY TOKYO IMMEDIATE 
INFO AMEMBASSY BANGKOK 
AMEMBASSY JAKARTA 
AMEMBASSY MANILA 
AMEMBASSY SINGAPORE 
USINFO WASHDC 
SECSTATE WASHDC 9183 

UNCLAS KUALA LUMPUR 6386 

USIAC 

TOKYO FOR FORSTER AND COOPER 

E.O. 11652: N/A 
TAGS: 

SUBJECT: LOCAL MEDIA REACTION ON U.S.- ASEAN DIALOGUE 

1 . COMMENTING ON UNDERSECRETARY RICHARD COOPER'S REMARKS ON HUMAN 
RIGHTS AND ECONOMIC AID IN THE PRESS CONFERENCE AT MANILA, KUALA 
LUMPUR CHINESE-LANGUAGE DAILY, MALAYAN THUNG PAU, SEPTEMBER 12 
SAYS THAT "ECONOMIC AID WILL DIRECTLY BENEFIT THE PEOPLE OF THE 
RECIPIENT COUNTRIES. THIS IS A FEASIBLE MEASURE, AND SOME COUN- 
TRIES HAVE ALREADY BEGUN TO ADOPT SUCH ACTIONS. THE U.S. IS A 
COUNTRY THAT IS FULLY QUALIFIED IN THIS RESPECT. IT IS HOPED, 

A" 14 5#3 ,-,8LA DIALOGUE, THE U.S. WILL OUTSHINE OTHER 
NATIONS IN THESE EFFORTS." 

2. COMMENTING ON THE MANILA DIALOGUE, ANOTHER KUALA LUMPUR 
CHINESE-LANGUAGE DAILY, SIN CHEW JIT POH, SEPTEMBER 1 1 SAID 
THAT "COOPER'S ANSWER TO ASEAN'S REQUEST FOR INDUSTRIAL AID 
UNCLASSIFIED 
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IS DISAPPOINTING. HE SAID AMERICA’S PRESENT BILATERAL AID 
CANNOT APPLY TO INDUSTRIES, BUT ONLY TO ROAD BUILDING.... 

ASEAN-AMERICAN TRADE RELATIONSHIP IS CLOSE . ..BOTH PARTIES 
WILL BENEFIT GREATLY IF THEY STEP UP THEIR ECONOMIC RELATIONS. 

THE MANILA DIALOGUE WAS EXPLORATORY AND CONSULTATIVE IN 
NATURE. NO CONCRETE ACCORD HAS BEEN REACHED. HOWEVER, THE 
DIALOGUE HAS PROVIDED A BASIS FOR FUTURE CLOSE ECONOMIC 
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RELATIONSHIP AND COOPERATION." ITEM. 

FENHAGEN 
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